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EFFECTS OF OVERHANG BALANCE ON THE HINGE-MOMENT AND 
EFFECTIVENESS CHARACTERISTICS OF AN UNSWEPT 
TRAILING-EDGE CONTROL ON A 60? DELTA WING 
AT TRANSONIC AND SUPERSONIC SPEEDS 


By Lawrence D. Guy 
SUMMARY 


An investigation of a 60° delta wing equipped with an unbalanced 
and with a 100-регсепб overhang balanced constant-chord flap-type control 
was conducted in the Langley 9- by l@-inch blowdown tunnel. Control 
hinge moments and aerodynamic characteristics of the complete semispan- 
wing—body combination were obtained over an angle-of-attack range of +120 
for control deflections up to 40°. Data were obtained at Mach numbers 
from 0.75 to 1.25 and at Mach numbers of 1.41, 1.62, and 1.96. 


At all Mach numbers the unbalanced control was effective for all 
conditions of control deflection and angle of attack, and hinge moments 
varied in a nearly linear manner with control deflection and with angle 
of attack. The large hinge moments were considerably reduced by moving 
the hinge line to the midchord point but at the expense of control 
effectiveness. The balancing action of the resulting overhang area, 
however, was not uniform and hinge moments varied with control deflection 
in a highly nonlinear fashion. Іп general, the result was an overbalanced 
condition at subsonic speeds and an underbalanced condition at super- ` 
sonic speeds. The balancing effects at subsonic speeds were greatest 
before the control unported and at supersonic speeds greatest after the 
control unported. 


With the control deflected to produce a given roll rate, the magni- 
tudes of the hinge moments were much smaller for the balanced control 
and showed less change with Mach number than for the unbalanced control. 
Comparison on the basis of deflection work for the same roll rate, how- 
ever, showed somewhat less advantage to the balanced control at moderate 
angles of attack for supersonic speeds. 
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Comparison of control characteristics with data obtained in other 
facilities presents strong justification for the technique of testing 
shimmed semispan-wing-control models of practical size in the transonic 
slotted nozzle. 


INTRODUCTION 


The very large hinge moments developed by trailing-edge flap-type 
controls at transonic and supersonic speeds have encouraged research on 
various means of balancing such controls aerodynamically. Controls 
having nose overhang balance areas have been used successfully to reduce 
these large hinge moments at high subsonic speeds. The hinge-moment 
variations., however, are found to be very nonlinear and the controls 
have sizable changes in balance characteristics with Mach number in the 
transonic speed range (refs. 1 to 4). At supersonic speeds, substantial 
reductions in aerodynamic balance occur and greater amounts of nose 
overhang are required for balancing than at subsonic speeds (refs. 2 
and 5). It is desirable to obtain further information on this type of 
aerodynamic balance at both transonic and supersonic speeds. In order 
to furnish sich information, investigations of 609 delta wing models 
having similar wing geometry and constant-chord trailing-edge flaps have 
been made in the Langley Т- by 10-foot tunnel transonic-bump method and 
in the Langley 9- by 12-inch blowdown tunnel. Тһе transonic-bump 
investigation of the model, which had varying amounts of control balance, 
was made at Mach numbers of 0.60 to 1.18 and is reported in reference 6. 
The investigation, reported herein, of the hinge-moment and effectiveness 
characteristics of the model tested in the blowdown tunnel has been made 
for two control hinge-line locations at Mach numbers from 0.15 to 1.96. 


The model was tested with each control throughout an angle-of-attack 
range of +120 and a control-deflection range from 09 to 40°. One control 
was unbalanced except for the nose radius and the other had а hinge line 
set back to 50 percent of the control chord from the control nose. А 
new transonic nozzle, having generally satisfactory tunnel-clear flow 
properties was used to obtain control characteristics at Mach numbers 
of 0.15 to 1.25. The effects of boundary interference on model data, 
however, were unknown for this nozzle. Lacking definite information, 
comparison with related data from other facilities has been emphasized. 


Theoretical expressions аге derived іп ал appendix for the hinge- 
moment coefficient due to angle of attack of constant-chord, partial- 
span control surfaces on triangular wings for the case where the flap 
span does not extend to either the wing tip or the wing center line. 
The derivations and formulas аге restricted to the case where the Mach 
line from the wing apex is ahead of the wing leading edge and are sub- 
ject to all limitations of linear theory. 
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Ch 
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SYMBOLS 


lift coefficient, Pitt 


45 
Drag 


arag coefficient, 
а5 


pitching-moment coefficient (pitching-moment reference 


Pitching moment 
qSé 


axis located at 0.252), 


gross rolling-moment coefficient (rolling-moment reference 


axis shown in fig. 1), 
2450 


control hinge-moment coefficient, 


Semispan-model rolling moment 


Am increment in gross rolling-moment coefficient, lift coef- 
ficient, and pitching-moment coefficient, respectively, 


due to deflection of control surface 


free-stream dynamic pressure 


semispan wing area (including area blanketed by half body 


of revolution) 
area Of triangular region of integration 
local wing chord 
wing root chord 
mean aerodynamic chord of wing 
chord of control balance ahead of hinge line 


control chord back of hinge line 


mean aerodynamic chord of portion of control behind hinge 


Jine 


total control chord less nose radius 





oa 


bre 





1 


ф 
Subscripts: 


а, 


a -2- - - - — ---- — — m ----- 


uM --777 
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wing span, twice distance from rolling-moment reference 
axis to wing tip 

control surface span 

angle of attack measured with respect to free stream 


control-surface deflection measured. perpendicular to hinge 
line from wing-chord plane 


Reynolds number based on mean aerodynamic chord of wing 
Mach number 


maximum deviation from average test section Mach number 


2 3 б => 5 
deflection work, ЪрСр 1 Cy d[—— |, Су 9-- 
| 0 51.5 0 51.5 


Mach angle 


local pressure difference between lower and upper surface 
of airfoil, positive in sense of lift 


control trailing-edge angle 


slope of curve of coefficient plotted against о:  OCp/9a, 
ӘСт/да, and so forth 
slope of curve of coefficient plotted against 6: 9/95, 


дСъ/9Б, and so forth 


DESCRIPTION OF MODEL 


The principal dimensions of the semispan-wing--body combination are 
given in figure 1 and а photograph of the model is shown in figure 2. 
The wing had а delta plan form with 60° leading-edge sweepback and a 


corresponding aspect ratio of 2.3. 


A constant-chord, partial-span con- 


trol surface was located at the wing trailing edge such that the control 
imboard end was adjacent to the fuselage, 
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The main wing panel, exclusive of the control surface, was of solid 
steel and had h-percent-thick hexagonal airfoil sections modified at the 
leading and trailing edge by a small radius. A body consisting of a half 
body of revolution together with 0.25-inch shim was integral with the 
main wing panel for all tests. 


Two control surfaces of identical plan form and airfoil section and 
machined from heat-treated steel were used in the investigation. Тһе 
control chord was 0.1056, the control span 0.535b/2, and the control 
nose radius was О.ОТбср. One control was unbalanced and Пад a nose 
overhang equal to the nose radius; the other control had a hinge line 
set back to 50 percent of the control chord so that it had a 100-percent 
overhang balance. The controls were hinged to the main wing panel by 
а 0.040-inch-diameter steel pin at the outboard end. At the inboard end 
a 0.109-inch-diameter shaft, integral with the control surface, extended 
through а bearing апа а clamp which were part of an electrical-strain- 
gage beam contained within the test body. The control deflection could 
be cbanged by loosening the clamp. 


TUNNEL 


The tests were conducted in the Langley 9- by 12-inch blowdown 
tunnel which operates from the compressed air of the Langley 19-foot 
pressure tunnel. ' The absolute stagnation pressure of the air entering 
the test section ranges from 2 to 25; atmospheres. The compressed air 


is conditioned to insure condensation-free flow in the test section by 
being passed through a silica-gel drier and then through banks of finned 
electrical heaters. Criteria for condensation-free flow were obtained 
from reference 7. Turbulence damping screens are located in the settling 
chamber. Four interchangeable nozzle blocks provide test section Mach 
numbers of 0.70 to 1.25, 1.41, 1.62, and 1.96. 


Supersonic Nozzles 


Test section flow characteristics of the three supersonic fixed 
Mach number nozzles were determined from extensive calibration tests 
and are reported in reference 8. Deviation of flow conditions in the 
test section with the tumnel clear are presented in the following table: 


Reynolds number (арргох.) ....... 
Average Mach number . . ав е 
Maximum deviation iu Mach naher а 


Maximum deviation in stream angle, deg . 
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Transonic Nozzle 


The transonic nozzle has а Į- by 10-inch rectangular test section 
slotted on three sides and solid on the fourth (10-inch) side from which 
the model was mounted. The ratio of open area to closed area of the 
three slotted walls is 0.11. Preliminary calibration tests of the tran- 
sonic nozzle have indicated satisfactory test section flow characteristics 
from the minimum Mach number (M = 0.7) to about М = 1.20. Тһе maximum 
deviations from the average Mach number in the region occupied by the 
model are shown in figure 5. The Mach number was determined by static- 
pressure surveys made with the tunnel clear, the total head pressure being 
assumed equal to the stagnation pressure in the settling chamber. The 
ratio of the static pressure in the plenum chamber surrounding the test 
section to the settling-chamber pressure was used as a reference for 
calibration tests and for establishing Mach number and dynamic pressure 
during model tests. Limited stream angle surveys were made by using & 
pressure probe similar to the prism-type combination probe of refer- 
ence 9. The stream-angle data, available only іп а plane containing the 
tunnel center line at one tunnel longitudinal station, show that, over 
the region spanned by the model, the stream angle did not exceed +0.1° at 
any Mach number. The test section Mach number decreased about 0.015 as 
the model angle of attack was changed from О to +120. 


The variation with Mach number of the average Reynolds number of 
the tests is given in figure 5 together with the оси limits of 
the variation during the test series. 


ACCURACY OF DATA 


An estimate of the probable errors introduced in the present data 
by instrument-reading errors, measuring-equipment errors, and calibration 
errors are presented in the following table: 


Variable | Error 
СТ, • ө ә а е ә е а оо е ө е еее ох @ е ө © ээ е ө ө ө +0.005 
Су e • Ф + • • Ф * • . • • . - . e . • е • . • е . . • • ө • • 0.0005 
Ст € e 9 ә е © ә e ө е е ө е ө ә ә е е. © 9 9 ө 6 е ò . ж. ө ө +0.003. 
Cu; unbalanced flap © ае егде е © © © е ғ > > © ег  . © г о tO. O08 
Cn, balsneBd TISD. а.а. а ж а 9 ж.ж ж з що = 8. = 0.050 
а, деве... годежа ср ве ко ғ 00 
б, unbalanced Пар, ea. а оке см ји осы ТОМО 
o0, balanced flap; deg < s a sw SS SoS жж еж ж 0.29 
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It should be noted that the apparent differences in the hinge-moment- 
coefficient errors for the two flaps is & result of the differences in 
control dimensions on which the data were reduced. The repeatability of 
the data also indicated a smaller error than that given for Су. 


The indicated error in © is the error in the no-load control 
Setting. Corrections determined statically as & function of hinge moment 
have been applied to the data for the additional variation in control 
deflection due to control loading. For 09, 59, and 10° deflection of 
the balanced control, the accuracy of the initial control settings 
relative to each other were much greater than those indicated. In this 
control deflection range, differences in deflections were measured by 
means of an optical system with an error of only 40.19. 


The errors in pitching moment given represent the relative accuracy 
of the pitching-moment measurements (the accuracy of each data point 
with respect to the other data points at the same lift coefficient). The 
absolute accuracy of the measurements is not known, howéver, because, 
subsequent to the measurements, the balance was modified and since the 
modification the pitching-moment data cannot be repeated. There is а 
consistent unexplained discrepancy between data obtained before and after - 
the modification which amounts to an indicated difference in aerodynamic- 
center location of approximately 0.05 inch (0.012). 


TEST TECHNIQUE 


The model was cantilevered from & five-component strain-gage balance 
set flush with the tunnel floor. The model and balance rotated together 
as the angle of attack was changed. The aerodynamic forces and moments 
on the semispan-wing—body combinations were measured with respect to the 
body axes and then rotated to the wind axes. Control-surface hinge 
moments were measured by means of an electrical-strain-gage beam contained 
within the test body. The body consisted of a half body of revolution 
mounted оп a 0.25-inch shim; the shim was used to minimize the tunnel- 
wall boundary-layer effects on the flow over the surface of the body of 
revolution (ref. 10). A clearance gap of 0.010 to 0.020 inch was main- 
tained between the fuselage shim and the tunnel floor. 


VALIDITY OF TRANSONIC NOZZLE DATA 


No corrections are available to allow for lift interference or block- 
age of the tunnel boundaries or reflection-plane interference at subsonic 
Mach numbers. Unpublished results of tests of a semispan 6-percent-thick, 
45° sweptback wing of aspect ratio 4 in this tunnel, however, һауе. shown 


eitis қыла» 
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good agreement with results of tests of similar wing-fuselage models 

of identical geometry in the Langley 8-foot and 16-foot transonic . 
tunnels at transonic speeds. These data show that the variation with 
angle of attack of the lift and pitching-moment coefficients for the 
wing plus fuselage interference СЕИ subtraction) were in 
excellent agreement over the approximately linear lift range for Mach 
numbers of 0.1 to 1.02 (the present limit of blowdown-tunnel tests on 
that model) and up to lift-coefficient values of 0.9 for Mach numbers 

of 0.7 to 0.94. Such agreement was not expected since, for the blowdown- 
tunnel tests, the ratio of model wing area to tunnel cross-sectional 
area was 16 percent as compared with 2,55 percent for the O-foot tunnel 
tests and 4.5 percent for the l6-foot tunnel tests. Models comparable 

in size (on the basis of the ratio of wing area to tunnel cross-sectional 
area) to even the l6-foot tunnel model are too small for practical use 
in the blowdown tunnel, at least with the present instrumentation. 


Reflection by the tunnel walls of the model shock and expansion 
waves back on to the model may appreciably affect the variation with a 
of the model force and moment coefficients between М = 1.00 and М = 1.25. 
Loading of the wing and control due to control deflection, however, 
should not be greatly affected by reflected disturbances except perhaps 
indirectly through alteration of the boundary-layer characteristics. It 
should be pointed out that the effects of reflected shock and expansion 
waves would not be as severe in this, a rectangular tunnel, as ina 
circular tunnel since the reflection of a conical wave from a straight 
wall tends to be diffused whereas the reflection from a concentric 
circular wall tends to be concentrated, or focused, at the center line. 


In order to aid the evaluation, at transonic speeds, of the test 
technique employed in this investigation and, to some extent, of the 
influénce of tunnel boundaries on the data obtained, the control character- 
istics of the present model are compared with those for nearly similar 
models tested in other facilities (figs. 4 to 6). 


The values of Ch, and. Chs obtained for the control of the 


present model were for the most part smaller than those obtained for 

the models in the other facilities. (See fig. 4.) This result may be 
attributed largely to differences in control geometry (see table on 

fig. 3) in that the control of the present model did not extend to the 
wing tip as did the controls of most of the other models. The result 

of adding control area at the wing tip is shown by the stability-tunnel 
data Рог М = 0.17. Extending the control to the tip increased the 

value of Съ, by 0.0044 and the value of Сре by а lesser amount, 0.0025. 


If this result is considered, the data of the present tests would be in 
good agreement with the даља. obtained in the Ames 6- by 6-foot tunnel 
which have been corrected for tunnel-wall lift interference and blockage. 
It is believed that comparison with the 4868 from the Ames 6- by 6-foot 
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tunnel is more valid than comparison with the data from the Ames 12-foot 
pressure tunnel because, although the blowdown tunnel model and the 
6-foot tunnel model differ in airfoil section, the control trailing-edge 
angles.were nearly equal. 


The trends of the variation of Cha. and. Che with Mach number for 


the present model are supported in the transonic-speed range by the data 
from the rocket-propelled-model tests. Comparison of the magnitudes of 
the hinge-moment parameters cannot be made because of the differences in 
the model geometry and in the results for the two rocket models. 


The model used in the transonic-bump method differed from the 
present model in that it was tested without & fuselage, the control 
inboard end was at the wing root, and the control chord was slightly 
larger (see fig. 5). Тһе values of Ch, and Съ, for the models 


equipped with unbalanced controls ахе in excellent agreement. Values of 
Chs for the models having controls with setback hinge lines also agree 


very well, although this agreement may be somewhat fortuitous when con- 
sideration is given to the accuracy of the hinge-moment coefficients and 
control-deflection measurements. Values of Cho for this control, 


however, agreed only up to Mach number 0.95 and again at M = 1.18. 
Between Mach numbers of 0.95 and 1.18, values of Cy, obtained in the 


Langley 9- by 12-inch blowdown tunnel were considerably larger than 
those obtained by the transonic-bump method. The reason for this differ- 
ence is not known and repeat tests including tests made with fixed 
transition gave the same results. Conceivably, above M = 1.0, the 
blowdown-tunnel data were affected by reflected shock waves from the. 
Sides of the tunnel. The greatest difference between the two tests, 
however, occurred near М = 1.00 апа in this region the values of Cho. 


for the unbalanced controls were in good agreement. 


In figure 6 the variation with deflection of Сі, Cm and Ср for 


the 100-percent overhang balanced controls of both the blowdown-tunnel 
model and the transonic-bump model are compared at two angles of attack 
at Mach numbers of approximately 0.9 and 1.15. It should be remembered 
that the models are not identical and that the values of lift and 
pitching-moment coefficient due to angle of attack are not comparable, 
principally because of the absence of a fuselage on the transonic-bump 
model. It can be seen, however, that the trends shown by the variation 
of Cy, Су; and Су with deflection are in good agreement. Тһе only 


notable exceptions occur at the lower Mach number where the break in the 
pitching-moment and hinge-moment curves is shown to occur at a smaller 
negative deflection for the blowdown-tunnel model. 


aaa: 
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From the foregoing discussion, it appears that the transonic nozzle 
15 а reliable test facility for obtaining wing and control character- 
istics due to angle of attack at high subsonic speeds and for obtaining 
control characteristics due to control deflection throughout the Mach 
number range from 0.7 to 1.2 by means of shimmed semispan models of 
practical size (wing area equal to 20 percent tunnel cross-sectional area). 


RESULTS AND DISCUSSION 


The aerodynamic characteristics of the model, presented in figure 7 
for both control configurations at M = 0.75, are representative of the 
basic data plots obtained in this investigation. Figure 8 presents 
plots of the rolling-moment coefficients and the increments in lift and 
pitching-moment coefficients due to deflection against control deflection 
for representative Mach numbers throughout the range from 0.75 to 1.96. 
In this figure, the signs of the test values of angle of attack, control 
deflection, and model force and moment coefficients obtained at negative 
angles of attack have been arbitrarily reversed for convenience of 
presentation. This reversal was permissible because of the model 
symmetry. The hinge-moment characteristics as a function of both angle 
of attack and deflection are presented for the unbalanced control in 
figure 9 and for the 100-percent overhang balanced control in figure 10. 


Rolling-moment corrections for reflection-plane effects at tran- 
sonic Mach numbers are unknown. The rolling-moment data, however, are 
presented at all test Mach numbers for the sake of completeness. The 
discussion of control characteristics at subsonic Mach numbers, there- 
fore, is confined to lift and pitching moment. At Mach numbers above 
M = 1.09, по reflection-plane corrections are required. 


Control effectiveness.- For the unbalanced flap, АС, and Аба 
increased with increasing control deflection at all Mach numbers 
throughout the angle-of-attack range of the tests (fig. 8). The varia- 
tions of АС, and AC, with deflection were essentially linear except 
at subsonic Mach numbers where the slopes of the curves ACT. and А. 


decreased about 65 percent with an increase in deflection beyond +8°. 
Increases in angle of attack, if anything, tended to increase the effec- 
tiveness of the control at all Mach mumbers except near М = 1.0 where 
the reverse occurred. 


Moving the hinge line back to the control midchord line, in general, 
caused large decreases in effectiveness. An exception may be noted for 
small deflections at Mach numbers 0.75 and 0.865 where Arẹ and Ling. 


were only slightly less for the balanced control than for the unbalanced 
control. At Mach numbers above 0.865, the difference in effectiveness 
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of the two controls even at small deflections was large; values of Clg? 
АСТ, and Ал, for the balanced control were less than 50 percent of 


those of the unbalanced control at supersonic speeds. At subsonic speeds, 
severe breaks occurred in the ДС], and AC, curves at approximately the 


deflection for which the control unported (the deflection for which the 
control chord plane no longer intersects the wing, 8°). Further increases 
in positive deflection caused little change in values of Ат or Аба. 


At large negative deflections, positive slopes (ACLs and Ang) indicate 


the control has regained some of its effectiveness and in the case of a 
lateral control may partially offset the losses at positive deflections. 
At supersonic speeds no large effects of unporting were evidenced. How- 
ever, at angles of attack other than zero, the slopes Cis, AUT e? and 


decreased with increasing deflection above about 10°. Above about 


20°, further increases in deflection resulted in decreases in values of 
С), Дт, and An. These decreases were more severe above M = 1.25 


and reversals in sign of Су and AC], occurred at the largest angle 


of attack between 509 and 40° deflection. At negative deflections, the 
balanced control showed losses in effectiveness only at zero angle of 
attack and, as was the case at subsonic speeds, for a lateral control 
may partially offset the losses at positive deflections. . 


Control hinge moments.- For the unbalanced control, the hinge- 
moment variation with deflection curves (figs. 9(а) апа "о(ъ)) мете 
essentially linear through zero deflection for nearly all angles of 
attack and had negative slopes. The linear range extended to about 209 
deflection at Mach numbers 0.75 and 0.865 and to about 10° at higher 
Mach numbers. At larger deflections the slopes became less negative 
and the curves were again nearly linear up to the largest deflections 
of the tests (509). Тһе hinge-moment variation with angle of attack 
for the unbalanced control (figs. 9(с) and 9(d)) was not markedly 
affected by changes in control deflection and was for the most part 
linear with negative slopes throughout the Mach number range of the 
tests. At subsonic Mach numbers Cha, was small but then increased with 


increasing Mach numbers in the transonic range. (See also fig. №.) 


It 15 of interest to compare the hinge-moment parameters Ch, and 
Chs for the unbalanced control at supersonic speeds with the results 


of theory and with results of tests of a somewhat similar model made in 
the Ames 6- by 6-foot supersonic tunnel (fig. 4) and also to consider 
the effects of control area at the wing tip on these parameters. 
Theoretical values of Cha and Cha for the model tested in the Ames 


6- by 6-foot tunnel were taken from reference 2. Theoretical values 
of Chg for the present model were obtained from the equations of 


ona рЫ, 
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reference 11 and theoretical values of Cha. were obtained from equations 


in the appendix. А11 theoretical curves were based on linear theory and 
thickness effects were not considered. The addition of the tip caused & 
sizable increase in both Cha, and Chg as shown by both experiment and 


theory. Experimental values were about 75 percent of theoretical values 
for all cases. | | 


Setting the control hinge line back to the midchord line gave 
variations of hinge moment with deflection that were nonlinear for most 
of the deflection range (fig. 10). At subsonic Mach numbers the slopes 
through zero deflection were positive and indicated &n overbalanced 
condition but then decreased rapidly with increasing Mach numbers and 
were negative аб all Mach numbers above 1.05 (see also fig. 5). At 
subsonic Mach numbers rather severe reversals in the slopes of the curves 
occurred &t deflections close to that аб which the control unported. Тһе 
overbalancing moments at small deflections are associated with the high 
pressure peak inherent in the loading at the nose of the control ahead 
of the hinge line. It may be that, as the control unports, flow sepa- 
ration over the upper surface of the control reduces the peak pressures 
and thereby reduces the control overbalance. This reason would also 
help explain the previously mentioned losses in lift and pitching moment 
due to deflection which occurred when the control unported. At super- 
sonic speeds, the negative slopes at small deflections may be attributed 
to the overhang balance operating in the wake of the wing as was shown 
in reference 5. Figure 10 shows that, at supersonic speeds &s the control 
unported, the overhang balance became effective and the control hinge 
moments due to deflection remained constant or decreased with increasing 
deflection up to about 209. At higher deflections for positive angles 
of attack the hinge moments again increased negatively with increasing 
deflection. For negative angles of attack the situation was reversed 
and the control hinge.moments increased positively and became overbalanced 
at the largest deflections. These variations at largest deflections are 
apparently an effect of angle of attack as shown by the severe nonlinear- 
ities in figures 10(а) and 10(b). Figures 10(с) and 10(d) show that 
moving the hinge line back to midchord does a reasonably good job of 
balancing Ср due to angle of attack at Mach numbers greater than unity, 
except at high deflection angles and at Mach numbers less than unity tends 
to overbalance Су due to angle of attack. 


Figures 11 and 12 have been prepared to aid the evaluation of the 
hinge-moment characteristics of the two controls. Values of С; 


required to produce & roll rate of the subject wing of 5.5 radians per 
second (а 30-foot wing span being assumed at an altitude of 10,000 feet) 
were calculated by use of theoretical values of Сір from references 12 


села 
and 15. Figure 11 presents the experimental values of с» (52) against 


Mach number for equal up and down deflections of opposite ailerons which 
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would produce the calculated required rolling moment. The parameter 
2 
с 
209 is used in this figure to afford а direct comparison of the 
"t 
hinge moments for the two controls. Data are shown for the steady-roll 
and static cases. Data for the static case are representative of the 
case in which the controls are fully deflected before the aircraft starts 
to roll. The analysis by which these data were obtained is discussed 
2 
in reference 14. Values of e) for both controls аге compared 
T 
at а = 09 and а = 69 in figure 11. Differences between subsonic 
and supersonic values of the parameter are considerably smaller for the 
balanced control than for the unbalanced control at both angles of attack. 
Figure 1l also shows that the hinge moments of the balanced control are 
much smaller in magnitude than those of the unbalanced control through- 
out the speed range of the tests. Correspondingly less torque would be 
required to be available &t the control and the strength and weight of 
the actuating mechanism could be reduced. 


Although hinge moments are important as such for the preceeding 
reasons, the work required to overcome the hinge moments due to deflec- 
tion is ал important consideration because it determines the amount of 
energy that must be supplied to а power-boost system. А comparison on 
the basis of deflection work for the two controls producing the above 
roll rate is presented, for supersonic speeds, in figure 12. These 
data indicate that advantages at supersonic speeds of the balanced 
control over the unbalanced control, although still large at zero angle 
of attack, are considerably reduced at an angle of attack of 8°. 


SUMMARY OF RESULTS 


An investigation of a 60° delta wing equipped with an unbalanced 
and a lOO-percent overhang balanced constant-chord control in the Langley 
9- by 12-inch blowdown tunnel at Mach numbers from 0.75 to 1.96 indicated 
the following results: 


The unbalanced control was effective throughout the range of the 
investigation including angles of attack of %129 and deflections of +}0°. 
At small deflections, the balanced control was only slightly less 
effective in causing changes in lift and pitching-moment coefficients 
than the unbalanced control at subsonic Mach numbers but was less than 
50 percent as effective at supersonic Mach numbers. The effectiveness 
of the balanced control at positive angles of attack and deflection was 
lost soon after the control unported (at a deflection angle of approxi- 
mately 8°) at subsonic Mach numbers and above about 15° to 20° deflection 
at supersonic Mach numbers. 
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The balance area of the setback hinge-line control had strong over- 
balancing effects on the hinge-moment coefficients due to deflection 
&t subsonic speeds until the control unported but was much less effective 
thereafter. At supersonic Mach numbers, however, the balance area was 
relatively ineffective until after the control unported. The resulting 
nonlinearities in the curves of the hinge moment against deflection angle 
were most severe at low deflections at Mach numbers less than 1.0 and 
at high deflections at Mach numbers greater than 1.0. The variation of 
hinge moment with angle of attack was overbalanced at subsonic Mach 
numbers and reasonably well balanced at supersonic Mach numbers except 
at high deflections. 


At moderate angles of attack with the controls deflected to produce 
a given roll rate the magnitude of the hinge moments were much smaller 
for the balanced control and showed less change with Mach number than 
that for the unbalanced-control. Comparison on the basis of deflection 
work for the same roll rate, however, showed somewhat less advantage to 
the balanced control at moderate angles of attack for supersonic speeds. 


Comparison of control characteristics for the present model with 
data obtained for nearly similar models in larger facilities presents 
strong justification for the technique of testing shimmed semispan 
models of practical size at transonic speeds in the slotted nozzle. 


Langley Aeronautical Laboratory, 
National Advisory Committee for Aeronautics, 
Langley Field, Va., June 40, 195}. 
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APPENDIX 
DERIVATIONS AND FORMULAS FOR Cy 


Reference 11 treats the problem of two types of constant-chord 
partial-span flaps; one extending outboard from the center of the wing 
and the other extending inboard from the tip of the wing. The full-span 
flap is, of course, а special case of the latter type. Тһе present 
report is concerned with the type of partial-span flap that does not 
necessarily extend to either the center of the wing or to the wing tip 
(see fig. 12). | | 


The characteristics due to deflection of the type of partial-span 
flap of the present report may be obtained with little difficulty from 
the equations given in reference.ll for the type flap which extends 
outboard from the center of the wing and need not be considered here. 
The derivations and formulas for Си, that follow are restricted to 


the case where the Mach line from the wing apex is ahead of the wing 
leading edge and аге subject to all the limitations of the Linearized 
theory. . 


If the pressure distribution due to angle of attack is known, Си, 


can be found by integrating the pressure over the proper areas, multiplying 
by the correct moment arms, and dividing by the proper dimensions to 
form coefficients. 


The local pressure difference between upper апа lower surface оғ а 
triangular wing due to angle of attack is given in references 11 and 15. 
This pressure is given in nondimensional form, with proper changes in 
notation, by the following relationship: 





UAE EE: 
ей с, 
4 ке - +2 
where 
2 
к = ЖК 
E'(m) 


and E'(m) is the complete elliptic integral of second kind with 
modulus ІП - m^. Other symbols are defined in figure 15. 
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This expression can be integrated over а triangular segment of the 
wing, such as shown in figure 10, to give the average pressure of the 
segment and the location of the ray on which the center of pressure of 
the segment lies. For example, the average pressure coefficient for 


triangular segment І is found from 


b. Ee 
Сре 1/ by үе - +2 5 


шоо ду ae 





oe o 1/5 
i. a) 
to be 
Е m 20. a) жағы “ye | = 


5 с 
Where t, = -2 and а-1- = The length of the moment arm about the 


8. 
apex of the wing may be expressed by 


5 (т) Spas ЖШ. 
Ср 5сг Ъер( 1) 
where бор 15 found from 
[to 
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to be 


l 
ius 





The moment of the triangular segment I about the wing apex reduced 
on the basis of the flap area is then 


1. E а s а -Ke,?to* E |2 - = 
Sec о, 2..5 t5 
ff i быс К 2 
бо om E... cosh”? = 
te t2 


Similarly, the hinge-moment parameter — Е йн шау be found for 


the other regions of integration of figure 10. From 


C C 
d: = siz) + [у D -[— ss) - -= ss) os 
а, a IT a III о, тү БрСр 
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the final expression is found to be 





-Кс,2 |(1 - 3a)to [> 5 (1 - За) [5 2 
5D ср ФЕ 2k 
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Figure 1.- Details of semispan-wing-fuselage combination, mean aerodynamic 
chord, 4.743 inches; semispan, 4.099 inches; half-wing area, 14.552 square 
inches. All dimensions are in inches unless otherwise noted. 
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Figure 2.- 





Photograph of model with lOO0-percent overhang balanced flap. 
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(a) Variation of test Reynolds number with Mach number 


Рог 60" delta wing. 
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Figure 5.- Variation of Масћ number апа Reynolds number in transonic nozzle. 
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Figure 4.- Comparison of the variation with Mach number of Cn. and 
Chg (8 = 09, а = 09) for unbalanced constant-chord flap-type controls 
of Beveral models. 
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Flgure 5.- Comparison of the variation with Mach number of Che and 
Cha (8 = 09 and a = 0°, respectively) for constant-chord flap-type 


controls of several models. Flagged symbols denote data obtained in 
fixed Mach number nozzles. | 
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Figure 6.- Comparison of the variation with control deflection of the 
lift, pitching-moment, апа hinge-moment coefficients for 100-percent 
balanced controls of two models. 
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Figure 7.- Aerodynamic characteristics of a semispan-delta-wing—fuselage 
combination with two constant-chord trailing-edge controls. M = 0.75. 


— 


cnn, 


29 


МАСА ВМ 1.516128, 





tte 
~ 
з 


AVAOnY 4 









ШЖ ШИШЕ ШЕШЕНЕ ЕЕ RE CEL eRe 
жикил о иши Ышш и 
НАЈАДА ДИ ДАДА ТАТА 
ЖОЕ И ЕБ ИШ О ЖШШЕ 21 IAG СЕТ ЕТ 
Pt tT RE TT ЕШ ШЕШ ШЕ Ч В 
ttt i NL EL О LL IW TE EL NE ШЕШ 
НОВА ЊЕНА РА А 
ШШШ ш ШШ ИШЕ КРАКУ EN 


/ 





against 6. 


gross 


(9) Cy 
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Figure 8.- Continued. 
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Figure 8.- Continued. 
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Figure 8.- Continued. 
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Figure 8.- Concluded. 
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Figure 9.- Hinge-moment-characteristics of the unbalanced control. 
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Figure 9.- Continued. 
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Figure 9.- Continued. 
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Figure 9.- Concluded. 
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Figure 10.- Hinge-moment characteristics of the 100-percent balanced 
control. 
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Figure 10.- Continued. 
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Figure 10.- Concluded. 
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Figure ll.- Comparison of the variation with Mach number of the hinge- 


сре 


moment parameter Съ EX for the balanced and unbalanced controls; 
Ct 


comparison 18 made at rolling moments required for 5.5 radians per 
second roll rates of wings having 660 square feet of area and operating 
at 40,000 feet. 
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Figure 12.- Comparison of deflection work of two controls producing rolling 
moments required for 5.5 radians per second roll rates of wings having 
660 square feet of area and operating at 40,000 feet. Unflagged symbols 
denote static case; flagged symbols denote rolling case. 
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Figure 15.- Sketch of right wing panel of delta wing and treiling-edge 
flap showing regions of integration for determination of Cho: 
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